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Power Supply; (Column No, 13)

ED     Electricity for domestic purpose
EAG     Electricity for Agriculture
EO     Electricity for other purposes like

industrial, commercial, etc
EA     Electricity for all purposes listed
above

Irrigated ly source: (Column No 1()

OC     Government Canal

PC     Private Canal

W     Well (without electricity)

WE   !   Well (with electricity)
TW     Tubs W (without electricity)

IWE   ;   Tube well (with electricity)
IK     Tank

R     River

L ;   Lake
W ;   Water Fall
0

i:

Remarks, etc,: (Column No 20)
N     Copies of the News Papers (coming in
the village)
M          Motor Cycles/Scooters
C          Cars/Jeeps
T          Tractors
NNA          News Papers number not available
As an example an entry showing figures like
F(2),oiD(2),orT(3521)flK(3521)woiilduidicate
that the village has two primary schools, two
dispensaries, extent of total irrigated land in the
village is 35 21 hectares and extent of land irri-
gated by water from tanks is 35 21 hectares
Where a facility is not available in the village,
the distance at which the facility available is
shown in broad ranges viz, - 5 Kms, 5-10 Kms
and 10 -f Kms, of the nearest place where the faci-
lity available is given,